Sanitized Copy Approved for Release 201 1/05/24 : CIA-RDP78-03642A000700060010-7 



CONFIDENTIAL 



8 August i960 


MEMORANDUM FOR TOE RECORD 

SUBJECT: Nuclear Time r jH*rl g3ljU 

Project Respone ibility Change 


1. TSD/CB has completed a primary feasibility study for a Nuclear 

Timer which allows for extended delay periods in excess of one year. The 
primary study was conducted by | New York, 25X1 

N. Y., under Contract RD-162, Task Order 2. 

2. It Is the understanding of TSD/EB that the Nuclear Timer Project 
responsibility for developing ’’hardware? will be assumed by TSD/EB. TSD/EB 
and TSD/CB have concurred in this arrangement. 

3. On 4 August the contractor was visited by representatives from 

TSD/CB , | b and TSD/EB, H for 25X1 

project familiarization, personnel introduction, and facility Inspection. 

All project reports and pertinent records associated with the project have 
been released to TSD/EB from TSD/CB. It is the understanding of TSD/EB 
that the contractor visit and the receipt of project records from TSD/CB 
represents the formal change of project responsibility. Therefore, TSD/EB 
has assumed project responsibility from TSD/CB for the Nuclear Timer effec- 
tive 5 August i960. 

4. It is also the understanding of TSD/EB that the remaining funds 
under Contract RD-162, Task Order 2, (approximately $5000*00) will be uti- 
lized to complete the current testing program and publish the final report 

of the primary feasibilitystudy. Additional requests for funding for further 
development will be issued by TSD/EB under a separate task order. Task Order 
2 under Contract RD-162 expires 31 December i960. 
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